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1. Anatomy; Histology 


wnat. Rec., 1945, SI: TApr.) 


(BELL, R. G., & PARKINS, Y¥. M. Observations 
on pseudo-agglutination es seen in trans- 
perent chambers in living animals, 263. 

ADAMS, A. E. The effect of injections of 
stilbestrol on adult male newts. 263. 

ADDISON, W. H. F. The arterial relations of 
the glomus caroticum in the rebbit. 264. 

ALEXANDER, W. F. The sensory plexus on the 
visceral blood vessels of the rat. 264. 

ANDREW, ¥. Age-changes in the spleen of Wis- 
ter Institute rets and of man. 264. 

. A comparison of the spleen of Wister 
Tns*. tute rats and of men at verious ages. 
266. 

MTKINSON, .'Y. B., ELPTMAN, H., & DUPERTWIS, C. 
W, Sex differences in pubic hair distri- 
bution. 265. 

BAILEY, P., & VON ROXIN, G The cytoerchi- 
tecture of the cerebrel cortex in the chim- 
penzee, 265. 

BAKER, B. L. Structural indications of re- 
duced thyroid activity in stetes of renal 
insufficiency. 266. 

BLANDAU, R. J., & TOBIN, C. E. Is the copu- 
lation plug essential for the en messe 
transport of spermstozoa into the uterine 
cornue of the albino rat? 266, 

+ The cyclic changes in the tonus of 
the cervix of the albino rat. 267, 

BLOUNT, R. F., & POTH, E. J. Pulmonary ar- 
serve a branch of the common carotid artery. 

BODIAN, D. Multinucleated neurons in Macace 
milette. 267. 

BOYDEN, E. A. The anstomy of intrahiler bron- 
chiectomy. 268, 

BRUESCH, S..R. Dissections of the auricular 
branch of the vagus in Macacus rhesus. 268, 

CAREY, E. J., MASSOPUST, L. C. fet a1./ Ex- 
perimental discharge of neurosomes into 
— muscles of rats by thermal shock. 

CHANDLER, S. B. 


: 5 Studies on the in oe re- 
gion; the anatomy of the iInguinel (Hessel- 
bach} triangle. 269. wi 


DASELER, E. M., REIMANN, A. F., & ANSON, B. 
J. The pattern of upper femoral tribu- 
teries of the saphenous vein, 269. 

DOUGHERTY, T. F., & WHITE, A. Role of the 
adrenal cortex in lymphoid tissue involu- 

tion produced by inanition. 269. 

DWKE, K. L. Elastic connective tissue in the 
ovary and uterus of the dog. . 

DUNCAN, D. Response of nerves to repeated 
stretching. 270, 

S, R. K., PEARSON, 0. P., & PEARSON, A. 

K. Some reproductive phenomena of the fur 

seal, 271, 


qa H. Torsion of the lower extremity. 


SSSENBERG, J. M. Reg ative or ine 
duced by gonedotropic hormones in x-rayed 
ovaries of young albino rats. 271. 
WANS, G. S. Length reactions to moisture 
human long bones (Egyptian provenience) 
» J. W. Lipids in the corpora lutea 
of the cyclic ret, 272. 

» Storage ¢ pipids in corpora lutea of 
rats after artificial termination of preg- 
nancy by estrogen injection. 272. 

OLE, W. J. Studies on the effectiveness 
of adrenal cortex extract and desoxycorti- 
costerone acetate in adrenalectomized rats 
4 Gilets free of proteins or carbohydrates. 
PARRIS, E. J. 


volunt; 
ret, 





J The effect of menopause on the 
runring activity in the albino 





2, 
t 


1 


a 





L] GARDNVR, W. U., & CLOUBT, D. H. 


|| HAMILTON, J. B. 





FLEXNER, L. B., & FLEXNER, J. B. Succinoxi- 
dase and succinic dehydrogenase in the de- 
veloping cerebral cortex of the fetal pig. 

FOLEY, J. 0. The motor and sensory axons of 
the great splanchnic nerves with special 
reference to the decussation of motor fibers. 
274. 

FOX, C. A., & RAMBACH, W. A Marchi study of 
the distribution of the anterior commissure 
in the monkey. 274. 

Influence of 
estrogens upon the bones of young and old 
mice and of thyroid deficient mice. 275. 

GOBBEL, ¥. 0., JR., & LILES, G. %. The ef- 
ferent fibers of the parietal lobe of the 


cet (Felis domesticus) 275. 
GODWIN, M. C.. The union of t 
with’the palate in the Soe, ers. eas 


GOOD, R. A., & CAMPBELL, B. An experimental 
study of acute inflammation in the ner- 
vous system. 276. 

GORDON, A. S., KADOW, P. C., & CHARIPPER, H. 
A, Influence of hormones and cobslt on 
the anemia induced by hemorrhage in the 
thyroidectomized ret. 276. 

GOSS, C. M. The termination and attachment of 
muscle fibers within ‘umen muscles, 276. 

MCCULLOCH, WY. S., GiaF, C., &* MAGOUN, H. W. 

A cortico-bulbo-reticuler psethwey from srea 


4-S. 277. 

GRAY, D. J. A quantitative study of some 
components of the testis, 277. 

GRAY, M. E. The Nissl substerce of the cili- 


ary ganglion cells in the chicken. 

GROAT, R. A. Blood supply of the cat's spi- 
nel cord. 278, 

HALPERT, B., THURINGER, J. M. Aciner content 
of thyroid glands from patients treated 
with thiourecil. 278. 

Interrelation of pituitary 

glend end testes during initiel stages of 
sexual maturation in humans, es indicated 
in studies of three boys during eerly ado- 
lescence, 279. 

HARMAN, P. J. Volumes of caudete-putamen 
complex in primates, 279. 

- The termination of the tail of the 
caudate nucleus in primates. 279. 

HARRISON, F., & BRUESCH, S. R. Intremedul- 
lery potentials following stimulation of 
the cervical vegus. ° 

HAYNER, J. C. Musculsr associations of the 
oblique cord. 280. 

HAYNER, J. C. Notes on the inguinel region. 


278. 


ve 


HERTIG, A. T.,°& ROCK, J. On & normel human 
ovum not over 7 1/2 days of age. 281. 
» & + On @ normel ovum of approx- 
Tmately 9 to 10 days of age. 281. 
HERTHERINGTON, D. C. Effect of some of the 
B complex vitamins upon chick tissue in 


cultures. 282. 
HOGUE, M. J. Human brain cells in tissue 
cultures, 282. 


HOLLINSHEAD, W. H., & SAWYER, C. H. Is 
acetylcholine the synaptic transmitter in 
the cerotid body? 282, 

INGERSOLL, E. H., & JONFS, L. Reaction of 
the colon to electrical stimuletion of 
the forebrain of the cet. 283. 

JENSEN, D. The effect of low throxin dosage 
on the throtrophic potency of the pars an- 
terior of the mouse, 283. 

JONES, 0. P. Changes in potency of desic- 
cated stomech preparstions due to heat and 
age. 283. 

KAYLOR, C. T. Studies on the innervation of 

the guinea pig heart. 284, 

MWEL, D. L. Efferent fibers of the substan- 

tie nigra in the cat. 284. 

KIRSCHBAUM, A., & BELL, E. T. The islets of 
Langerhans in long term alloxen dinbetes, 
284. 


KI 
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KRIEG, 
rat. 


We. Je 
285. 
- Conrections of strie medullaris thal- 

ami. 285, 

KING, R. The effects of fatigue and curere 
on the morphology of the motor end plates, 
286. 

LAZAROW, A. Sulfhydryl groups and alloxan 
diabetes. 286. 

LEATHEM, J. H., & BABUOCK, G., JR. Recovery 
of spermatogenesis in mice treated with 
stilbestrol, 286. 

- Action of testosterone propionete and 

—~“desoxycorticosterone acetate on adrenal 
weight. 287, 

LEWIS, ¥. H. Axon growth and regeneration. 
287. 

LONG, M. E. The relationship of mscle fi- 
bers, tendon and reticulum at the mscle- 
tendon attachment in fetal and young rats, 


S. Cortical connections in the 


MACFARLAND, W. E. Purther evidence for the 
vital necessity of adrenal cortical tis- 
sue in a mammal, 288, 

MACKLIN, C. C. The marginal end partitional 
types of base in mammalisn pulmonic alveoli. 


MACKLIN, M. T. Is iron stored normally in 
lerge quantities in humen fetal livers? 


MAGOUN, H. W., & RHINES, R. An inhibitory 
mechanism in the bulbar reticular formation, 
289, 


MaRKEE, J. E., & LUVYENBACH, H. 
innervation and musculer contrection, 289. 

METTLER, F. A. Does the ventral funiculus of 
the rhesus contain uncrossed pyremidal fi- 
bers. 290, 

MICHELS, N. A. The modus operandi of the de- 
velopmental portential underlying the varied 
arterial blood supply of the liver and gall 
bladder, 290, 

+ The dorsel pancreatic and transverse 
pancreatic arteries, 291, 

NICHOLS, P. J., & CASKIN, E. R. An anomalous 
oulmonary vein draining the left superior 
lobe. 291. 

NIEMER, W. T., & PAPEZ, J. W. Nuclear masses 
of smygdala of chimpanzee, from graphic re- 
constructions. 291. 

NOBACK, C. R. Angiogenesis in the amnionic 
mesoderm of a baboon embryo. 292, 

NORDBY, J. E., TERRILL, C. E. fet al./ The 
etiology snd inheritance of inequalities in 
the jews of sheep. 292. 

ORR, W. F., JR., & GRAY, M. E. Conversion of 
prothrombin to thrombin in concentrated su- 
crose solution. 293. 

PAFF, G. H., LEHMAN, R. A., & HALPERIN, J. P. 
Comparison of the toxicity of antiseptics 
for embryonic tissue and bacterie. 293. 

PAPANICOLACU, G. N. Some characteristic 
changes in the consistency of the uterine 
secretion. 293. 

PAPEZ, J. W. Subthalemic decussstion, its 
origin in subthalamic nucleus and ending 
on the frontel end of the opposite red nu- 
cleus. 293, 

. Fiber tracts of the amygdaloid region 

“Tn the humen brain, from a graphic recons- 
struction of fiber connections and nuclear 
masses, 294, 

PATEK, P. R. Circulation of lymph within the 
liver lobule. 294, 

PEARSON, A. A. Observations on the roots of 
the facial nerve in human fetuses, 294, 

PFEIFFER, C. A. Induction of ovulation in 
the rhesus monkey. 295. 

REINHARDT, W. 0. 
on lymph nodes and spleen. 295. 

- Thymus, mymph nodes and spieen in ex- 

perimental hyperthyroidism. 296, 

RHINES, R. 


concussion. 296. 


Plurieegmental | | 


Effect of thymectomy in rats [7 


The bulbar inhibitory mechanism in | | 
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f| SNOOK, T. 


"| YWTEMA 


RIGLER, L. G., & BOYDEN, E. Aw Initial rate 
of emptying of stomach in peptic ulcer pa. 
tients as related to evacuation of gall 
bladder. 296. 

SAWYER, C. H., & HOLLINSHFAD, W. H. Chol. 
inesterase in sympathetic fibers and ganglia 

SCHARRER, E. The occurrence of terminal loops 
arid capillary networks in cartilage, 297, 

SCHWIND, J. L. The identification of early 
cells of the myeloid series. 298. 

SIMKINS, C. S. Course of the facial nerve 
through the parotid glend. 298. 

- Formetion of the inguinrl canal, 298, 

SWITH, C., PIERSON, K., & SEITNER, M. A 
study of the media of the aorta nd the fe. 
morel artery of the mouse at different eges, 
299. 

SNIDER, R. S. Electro-anatomical studies on 
a tectocerebellar pathway. 299. 

On the white pulp lymphatics of 
the spleen. 299. 

SOLNITZKY, 0. Volumetric and reconstruction 
studies of the primate cerebellar nuclei, 
300. 

- Volumetric and reconstruction studies 

“or the mammalian lateral geniculate nucleus, 
300. 

SPOFFORD, ¥. R. Experiments on the develop. 
ment of the posterior neural plate in Am 
blystoma. 300. 

STEIN, K. F., & CARRIER, E. Some effects of 
castration and splenectomy on the red blood 
cells of the golden hamster. 301. 

STOWELL, R. E. The photometric histochemical 
study of tissues. 301. 

STRONG, L. H. Neuromsculer-like fibers of 
the vocal ligament. 302. 

TERRY, R. J. Fluid normally present on the 
pulmorary respiratory surfaces of terres- 
trial vertebrates, 3502. 

TOBIN, C. E. Anatomica? restudy of Denon- 
villiers' fascie, 302, 

TROTTER, M., & LANIER, Ps F. The sacrococe 
cygeal srticuletion in American whites and 
Negroes. 503. 


VAN DYKE, J. H. Influence of methylochol. 
inanthrene on the thyroid and parathyroids 
of mice. 303. 

- Behavior of ultimobranchial tissue in 
the thyroid gland of the steer, 303. 

VAN WAGENEN, G. Mating and pregnancy in the 
monkey.” 304, 

VENEABLE, J. H. Pre-implentation ova of the 
golden hamster. 304. 

WARD, J. W., & CLARK, S. L. Injury to paré- 
nesal sinuses by simmlated blast impacts, 


WELLS, L. J. Conjoined twins and a consider- 

ation of two opposing theories of twinning. 
- Pigmentation of the scrotum as 8 sen- 
sitive indicator for androgen. 305. 

WEICHERT, C. K. Cyclic changes in the mentel 
gland and reproductive system of the mele 
Eurycea bislineate (Green) 306. 

WHEATLEY, M. D. The variation of blood elco- 
hol levels following the administretion of 
alcohol in normal cats and in cats with 
hypothalemic lesions. 306. 

WIERDA, J. L. A description of an accessory 
peritoneal sac in s human subject. 507. 
WILLIAMS, R. G. Microscopic studies of liv- 
ing grefts from the adrenal cortex of rab- 

bits. 307. 

WILLIAMS, W, L., & STEWART, C. A. 
development in the newborn human, 307. 
WILSON, J. G. Cornification of urethral epi- 

thelium in young male rats following injec- 
tion of estrogen. 308. 
» C. Le, & HAMMOND, W. S. 


Mammary 


Depletion of 


the cervical sympathetic trunks end ganglie 
following removel of neural crest in the 
chick. 308 
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ZIEGLER, D. M. Changes in epidermal nuclear 
size induced by methylcholanthrene appli- 
cation. 309, 


5. Bacteriology; Parasitology 


oc. helminth. Soc. Washington, ° 2 

HARWOOD, P. D., & STUNZ, D. I. Phen chiazine 
and nicotine-bentonite as an anthelmintic in 
turkeys. 1. 

OLSEN, 0. W., & ALLEN, R. W. Tests with cere 
bon tetrachloride, hexachloret'ane, and tet- 
rachlorethylene, for removing the fringed 
tepeworm of sheep. 2, 

UNDERYOOD, P. C. Some chemotherapeutic tests 
in canine filariasis (Dirofileria immitis) 
4-6. 

ANDREWS, J. S., & CON\ELLY, J. W. worm para- 
sites in swine reised under ea moderate de- 
gree of sanitation. 6-12. 

WEHR, E. E., % ALLEN, R. YW. Additionel stud. 
fes on the life cycle of Capillaria csudin- 
flata, a nematode parasite of chickens end 
turkeys. 12-4, 

CHRISTIE, J. R. Some preliminary tests to de- 
termine the efficecy of certain substances 
when used as soil fumigents to control the 
root-knot nematode, Heterodera marioni 
(Cornu) Goodey. 14-9. : 

ENZIE, F. D. Anthelmintic studies with some 
thymol-like compounds. 19-24, 

« Methyl chloroform as en anthelmintic. 


6. Biology; Embryology 





Growth, 1theca, 1045, 9: (Mar.) 


GROSCH, D. S. The relation of cell size and 
— size to mortelity in Hebrobracon. 
GORDON, A. S., GOLDSMITH, E. D., & CHARIPPER, 
H. A. The effects of thiourea on amphibian 

development. 19-41, incl. 2 pl. 

LEIBMANN, E. Experimental study on the roié 
of trephocytes in regeneration of Eisenia 
foetida (Sav.) 43-54, 

HAMMETT, F. S., & HAMMETT, D. W. Seasonal 

— in Obelia colony composition. 55- 


10. Chemistry; Physics 


“J ti. Chem. Soc., 1945, 67: (Way) 


DOAK, G. 0., STEINMAN, H. G., & EAGLE, H. 
Aminoarsenosobenzoic acids, 719-21. 
CHENEY, L. C., & PIENING, J. R. The synthe- 
sis of 3-aminothiophenes by sromatization 
at -keto-ester oximes, 729-31. 
» L. C., & PIENING, J. R. The totel 
— of 2,3,4,5.tetradehydrobiotin, 
KOEHN, W. M., & MOFFETT, R. B. Preparetion 
of phenyl ketones from bile acids. 740-3, 
OLPROM, M. L., & MCNEELY, W. H. The re- 
lation between the structure of heparin and 
its anticoagulant activity. 748-53. 
CAMPBELL, J. A., & SCHENKER, C. A polero- 
g@ephic study of varium ion removal by com- 
plex phosphates. 767-9. 
18, G. N. Rules for the absorption spec- 
tre of dyes. 770-5. 


Ss 


[| ARNOLD, R. T., i BORTNICK, N. 
dl the veratrole series, 


le] CHU, E. JU-HWA, 


{| SMITH L. I., & SOGN, A. W. 


I} SULLIVEY, WY. He 


— 


j] STIMSUN, M. M., Ie REUTER, M. A. 


i 


= 


NEYBURGH, J. D. The effect of heptens on 
serologicel precipitates, with experimental 
data on Kahn precipitates, 779-84. 


CARSW, J. F., JR., & MACLAY, ¥. D. The acy- 
lation of pectin. 787-9, 
WILDS, A. L., & BIGGERSTAFF, W. R. Diethyl- 


stilbestrol and its monomethyl ether. 1789- 
WEIJLARD, J., TISHLER, M., Ie ERICKSON, A. E. 
Some new aminopyrazines and their sulfa- 
nilamide derivatives, 802-6. 

Stuéies in 
806-8. 


LAUER, W. M., & %EXFREW, F, K. The rearrange- 


a mert of phenyl ellyl ethers; 2,2,3-trime- 


thyl-5-all:loxycoumesrar, 808-10, 
Syntheses of compounds re- 
lated to vitamin K; 4-(3° -methyl-4 -hydroxy- 


++ napht'ylazo)-benzenesulfonamide and related 


compounds, 811. 

Certain compounds 
related to tryptophan. 822-4. 

BORDWEL!., F. Ge, SUTER, C. M., & WEBBER, A. 
J. Sulfonation of 2-benzyl-1l-propene; 


e mechanism for the resection of dioxene sulfo- 


trioxide with olefins. 827-32, 
PUETZ::R, Be, NIELD, C. H., & BARRY, R. H. 


The 


hn synttesis of a clevacin isomer and releted 


832-7. 
The prepsretion of L-sor- 
bose from sorbitol by chemical methods. 
837-40. 

KLOTZ, I. M., & GRUEN, D. M. 


compounds. 


‘ihe isoelectric 


= nature of sulfanilamide ard p-eminobenzoic’ 


acid, 843-6. 

The effect of 
pH On the spectra of thymine and thymine de- 
soxyriboside, 847. 
TOENNIES, G., & KOLB, J. J. 
ies; sulfonium derivatives. 


Methionine stud- 
849-51. 


WOODARD, R. B., & DOERING, %. =. The total 
Tr} synthesis of quinine. 860-74, 
WHITE, J. W., JR., & SENTI, F. R. Ursolic 


acid and parsf¥in hydrocarbons from Cryp- 
tostegie leaves, 881. 





« chin, 


phys., 


ROUSSELOT, A. 
ni} §6photochimiquenent active dans les gelatines, 
6-11. 

-] DAUDEL, R. 
artificielle a la determination des stryc- 
tures des molecules et a l'etude des pherom- 


ar., 


Mise en evidence d'une impureté 
Application de la radioactivite 


enes chimiques. 42. 

BONOEMAY, M., & VERDIER, E. T. Remarques sur 
l'absorption optique des solutions dans 1'- 
ultra-violet. 43. 

_JROUSSELOT, A. ‘Nouvelle methode de dominerali- 
sation des geletines. 43. 


11. Dentistry; Stomatology 





Protesis, 5. Air., 1941, 4: 


s ’ 

MARTIN VALDEZ, R. Construccion de dentaduras 
+1 completes; kinoscope de. Honsu; registros con 
el trivert de Sears, 289-302. 
ti CARRER, A. O. Ensayo sobre coloracion y tece 

nica de les resinas acrilicas transperentes; 

incrustaciones, puertes, jackets y pivots. 

303-26. 
APFELBAUM, D. 


Tallado, tincion y glaseado de 
|} dientes de porcelena, 5327; passim. 

ASCOLANI, 4. Q. H. Altersciones de ls mucosa 
bucel sometidea a rozemientos y presiones 
bajo le protesis ea placa, 3359-62, 
-{REBOSSIO, A. D. Algo nes sobre los materi- 
eles acrilicos en su uso para incrustsciones, 
iw} coronas y puentes. 365-9. 


MULLER, B. Protesis parcial, 375-86. 
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GILLIS, R. BR. Restablecimiento de la dimer- 





sion vertical en le construccion de les den- [4 plesia in cases of epilepsy trested with ao. 
tadures completss, 387-96, dium diphenyl hydartoinate. 25, &e, 
CAORSI, U. A. Puente de corora a espiga des- 
montable, 397-400, 
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vine, etc.) dans le coryze baral ou chron- 
ique. 28. /Rhinitis Tr/ 

“ILDROLZ. Medikamentbse Behandlung des Pros- 
tete-Karziroms, 28. 
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131-4. 

GODOY MOREIRA, F. E. Sobre um novo metodo de 
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DURVAL PRADO. Consideracoes em torno de as- 
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DUTRA DE OLIVEIRA, J. A cure de choque pela 
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PACHECO E SILVA, A.‘C. Eletro-choque no tra- 
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322-9, 
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FOGUEIRA, P. 
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MORETRA, E. Ozena, 174-9. 
AZEVEDO, G. V. DE. Clinica e terepeutice da t 
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MONTENEGRO, J. Patologia e clinica das apen- 
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PEREIRA, A. Da necessidade do exame radio- 
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5-7. 
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AYRES NETTO, J. Recordando vultos de medicine 
v. med. cir. S. Paulo, > at ~ vbresileirea, 117-20, 


MORETZSOHN DE CASTRO, J., & JAYNY, J. O metodo 
— de cine radiografia clinica, 

ANTUNES, A., & DUTRA, L. H. Sobre um caso de 
tumor de Brenner, do ovario, 128-30, 

BERGAVIN, F. Fielopstologie do corpo amarelo. 


POMPEO DO AMARAL, F. O probleme do leite em 


s. ore em favor de seu melhor sbasteci- 
mento. 51-3, 
MAGALHARS, 0. Siringo bulbie de origem es- 


corpionica, 135. 
PASQU«LIN, R. Determinaceao da protrombine em 
individuos normais., 157. 
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SOUZA FERREIRA, J. Alguns easpectos das tare- 
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errea., 147-56. 

REZENDE, C. DE. Discurso de saudacao ao Gal, 
Souze Ferreira e sua comitiva. 157-65. 

PAIVA GONZALVES. Discurso. 167-71, 

LEUZZI, M. Sondagem jejunel antecipeda nog 
gestrectomizados. 175-86. 
FSCOBAR PIRES, C. Recidive de gravides tu- 
beria, 187-9, 
GONZALEZ, TORRES, D. 
sinteticos. 189. 

GLOSI, A. Contribuicao ao estudo anatomo 
clinico de acromegelie, 190, 

MAROTTOLI, 0., Resultados terdios do trate- 
mento dos quistos osseos. 192, 

MARQUES TORRES, A. Epidemiologia e profi- 
laxie de meleria, 197. 
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PREITAS, R. DF. Cistectomis total por can- | TRENCH, N. F. Considerscoes sobre os sb- 
cer da bexiga. 316. cessos putridos agudos do pulmao, 204, 
2% + lia Tratsmento do hipertiroidis- |] araxco RIBEIRO, K. Quisto epidermoide da 
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{AETO JUNIOR, S. Forme difuse de esclero- - Soiengete terminal, 205, 
1] ALMFIDA PRADO, A. DE. Os disfromes na icon- 
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epos pneumonia. 211. 
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213-22. 

PEREIRA DE CUMIROZ, C. Tratamento preven- 
tivo das hemorragies nes tonsileotomias,. 
223-32. 

AZEVEDO, D. Algunes consideracoes sobre o 
problema da infancis em S, Paulo. 235-42, 

0 problema slimenter 
es infercia, 243-8, 

GO'ZALES TORRES, D. M. 
pre menstrual. 251-3. 

ROCHA AZEVEDO, L. G. DA. Consideracoes so- 
bre a fisiopetologia das queimeduras e 
sua relacseo com a insuficiencie supre re- 
nal. 255-8. 

FERMETO JUNIOR, ©. Trateamerto des herrias in- 
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RAIA, A. Hematoma extradural traumatico; 
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POMPEO DO AMARAL, F. O problema do leite em 
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ria, curso com @ ablecao cirurgica do ade- 
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JESUS ZERBINI, E. DE., & GRENER, 0. Feri- 
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FRANCIA MARTINS, 4. Redium e cirurgis no 
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DONATI, .., & BRAG:GLIA, R. Morbo de Fodgkin 
vrinitivo co intestino. 5328. 

BUENO DE ARRUDA. R. Apresentacao de novo 
transfusor. 329. 

CARVALHO, A. DE., & PAULA E SILVA, J. DE. 
bre um caso de doenca de Gaucher. 350. 
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FE2Y;ND'S, R. A tuberculose prtmaria do 
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333. 
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moneres no tuberculosas en la infancia, 
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grafico. 4348, 


(oe a) 


2 


= 


e} 


= 


oO 


r 





CELIS PFREZ, A. 


GUERRA MENDEZ, F. 


CELIS PEREZ, A. 


RAMOS RACHED, E. 
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pital. 115-53. 

Fistuia uretero vaginal 
post operatoria., 155-65. 


ev. Policlin. Valencia 
Le broncoscopia en el diag. 
— y tratemiento del asma bronquiel, 
5-15. 

Amigdalitis cronica y le. 
siones histo patologicas. 17-52, 





chwejz. med, "8 7» 1044, 74: (Aug.) 

HAEBERLIN, P. Ueber spontane, rbhrenf&rmige 
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und Ethnologie zur Entstehung von Heutkrank- 
heiten in Anatolien, 842-6. 

LUESCHER, E. Lymphatisches Gewebe in den 
Mardelinschen nach der Tonsillektomie und 
seine klinische Bedeutung. 846. 

RACINE, W. La glossite interstitielle sigué, 


L'action du labyrinthe sur le 

846. 

Funktionelle Priifung, ansto- 

_mischer Befung. 846. 

Ueber Ausheilungsvorgan, 

Pyremidenspitazeneiterungen. 847. 

Au sujet de la sulfanilemido- 
therapie dans un cas d'abces cerebral oto- 
gene avec meningite. 847. 

DU BOIS, C. Les oscillations de la morbicite 
venerienne a Geneve. 847. 

MIESCHER, G. Rosacea und Rosacea-Bhnliche Tu- 
berkulide. 847. 

NIESCHER, G., & BURCKHARDT, H. Zur Frage der 
Resorption von Ferbstoffen durch Hautefflo- 
reszenzen, 847, 

PAUTRIER, L. M. Les formes douloureuses de 
l'angiomatose de Kaposi, 847, 

ROBERT, P. A propos d'une classe rare de mi- 
crobides cutanees; les diphterides. 847, 

» & BAUMANN, C. Existe-t-il des dif- 
ferences tinctoriales entre les cellules 
geartes de la tut+rculose et de la syph- 
ilis? 847. 

LUTZ, %. Ueber eine spezielle Form von Ef- 
floreszenzen der Akne wigrris. 848. 

BURCKFARDT, Y. Die Fingerkndchelpolster, 
eine hfufige Heutverf-derung. 848. 

patroY, I. Traitement du Zona per ls vitemine 

- 848, 

KUSKE, H. Ueber Leukoderma contrifugum &¢- 
quisitum Sutton mit der Yiedergabe einer 
Darstellung entsprechender Hautver&nderunge 
auf einer Tafel des Isenheimer Alters. 848, 

J&EGER, H. Les methodes d'impregnation metel- 
lique aux sels d'argent et d'or en neuro- 
chistologie cutanee, 848. 

SCHNIT7ER, A. Veetetives ‘Nervensystem und 
Sensibilisierung. 848. “ 

STORCK, F., & RACK, G. Experimentelle und 
gruppenmedizinische Untersuchungen zur 
Frage der chemoresistenten Gonorrhoe. 948. 

LEDER, MF. Die Berzintoleranz der Haut. 848. 

SCHUPPLI, R. Beobachtungen uber die Wirkung 


circulation sanguine. 


bei 





des Cibazols bei einer Yepra. 848. 
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MOOSER, H. 


Die Bedeutung des Neocid Geigy 
fir die Verhitung und Bek&mpfung der durch 


Insekten flbertragenen Krankheiten. 947-52. 
DOMFNJOZ, R. Experimentelle Erfahrungen mit 
einem neuen Insektizid (Neocid-Geigy) ein 
zur Theorie der Kontaktgiftwirkung. 


952-8, 

NOVEL, E. Mesures de prophylaxie entidiph- 
terique dens quelques collectivites du 
Valeis. 958-60. 

MARTI, T. Ein interesseanter Fall von Navi- 


culere bipartitum und skzossorischen Hand- 
worzelimochen. 960-2. 

GOLDSCHMID, E. Lepra. 962-4. 

STRYJENSKI, L. Krebs bei Geisteskranken, 


964-6. 
MOOSER, H. Das murine Fleckfieber. 967, 
ROSE, E. Fortschritte der Prophylaxe bei 


Pleckfieber und bei Meleria. 967, 
AYSLER, C. Ueber sog. GewShnung an nerkot- 
ische Mittel (nach eigenen Tierversuchen) 


WENNER , R., & JOEEL, C. A. Ergebnisse aus 
unserer Hormonsprechatunde. 1019-25. 
WICOD, J. L. 
jeume aigue du foie. 1025-9, 

FINK, R. Histologische Untersuchungen der 
oo > extrapleuralen Pneumothorax. 
1029-32, 


FREY, W. Die postoperative Blutber&nderung 


und ihre Beeinflussung durch Parethyreoidea. 
J 


1032-5. 
BLOCH, E. E. 
Disthese. 
BIRO, L. 


Thrombose und haemorrhegische 
1035-9. 


Beitrag sur MigrBnefrage. 1040, 





1043-51. 
Contribution a l'etude du cycle 
oe sulfamides dans l'organisme humain. 

-6. 
PFLUGFELDER, G. 

striche bei bezill#rer Ruhr. 1057, 


VERAGUTH, 0. 
HESSLER, W. 


Die Arachnoidose, 


Die Bedeutung der Stuhlaus- 


STOLTE, J. B., & BEAUMONT, P. 
tique en temps de guerre. 1056, 

WOLF, J. E. Ueber das Auftreten spontan- 
Sepa eeutoches ZustEnde im Hochgebirge. 
1059-64, 


L'ulcere pep- 


chweig, med. Yschr., ’ 3 Ov. 
GOLDMANN, H. Das konkomitierende Schielen 
éer Kinder, 1163-7. 


FRANCILLON, M. R. Unter dem klinischen Bild 
der Tendovaginitis stenosans verlaufende 
Affektionen verschiedener Schnenscheiden 
unter besenderer Berficksichtigung der 
Kinetik,. 1167-71, 

GSELL, J. L. Therapeutische Wirkung der 
Pantothenseure (Bepanthem Roche) bie men- 
sehlicher Alopecie. 1171. 

GONIN, R. Injections peri-erterielles de 
Hovocaine dars vin cas G'ulcere de jembe 


developpe sur un placard d'atrophte blanche. 
1171-3, 


EELG, L. Achromie et Fhetedyn. 1173-6. 
— E. Nenecetl, der +rrsinnspilz. 
6. 


INHELDER, H. E. Akute Malaria tertiana un- 
ter dem Bilde einer Cholecystitis. 1177, 
BASCH, E. Des Schwargerenblut als Heilmittel 

éer chronischen Polyerthritis. 1178, 
LOTZE, H. Mifrokosmos (1. Auflage 1856) 3. 
Auflage, Seite 59-40. 1179. 
FRANCESCEETTI, A. Le syndrome de Behr, ses 
rapports avec le maladie de Leber et les 
heredoataxies. 1180, 


Hepatite epidemique et etrophie i 
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a FRANCESCTETTIy aw, & BABEL, J. 


r] SECRETAN, J. 


| WAGNER, H. 


RINTELEN, F. Die Therapie des Tra&nens. 1181. 


Le larmoiement d'origine nasesle, 


A propos de la dacryo-cysto-rhi- 


nostomie. 1182. 
BANGERTER, A. Drei Beitrege zur Therepie des 
frfnens, 1182. 


GOLDMANX, H. Ein nouos Prinzip zur Herstel- 
lung direktregistrierender Adeptometer. 
1183. 


- HBhlenplestik. 1183, 


KNAPP, ur Therapie des Blepherokl 4 
sinshelingetttanen,” ft 183° nice Ni eno oa 


Eseai de la 
classification anatomique des degenerés- 
cences familiales de la corree. 1184, 

STEIGER, J. Die Ergebnisse von Reihendurch- 
leuchtungen im Kanton St. Galler und Firs- 
tentum Liechtenstein. 1187-90. 

MAUDERLI, H. Ueber eine t8dlich verlaufende 
Luftembolie nach Kavernerpunktion. 1190, 

AUFDERMAUR, M. — die Infarktkeverne der 
Lunge. 1191-7. 

STRMEN, F. Hirnebszesse als Komplikstion bei 
Kavernenssugérn inege nech Moneldi., 

P. De la bronchoscopie dears les 
effections plumoneires chroniques non tuber- 
culeuses. 1198-1201, 

HAUSER, F. Ueber die Behandlung der Shu- 
glingsintoxiket ion mit endovenbser Dauer- 
tropfinsufion. 1201-6. 

KLAINGUTI, R. Ueber Gewebsdisposition beim 
Ulous traumsticum simplex der “ornheut. 
1206. 

AMALER, M. Les divers elements loceux des 
syndromes hypertensifs., 1206. 

Fundusverdnderungen bei Fehrscher 
Nephrosklerose, 1207, 

GRUBER, M. Histologische Augenbefunde bei 
Pehrscher Nephrosklerose., 1208, 

AMSLER, M. Destruction du corps cilisre par 
dia-thermo-coagulation non-perforante., 1208. 

VERREY, F., & DUFOUR, R. Quesques formes cy- 
tologiques rencontrees dans l'humeur eque- 
use au cours de uveites. 1208, 

BABEL, J. L'ection de le vitamine E sur la 
retinite pigmentaire experimentele du lepin. 

WEBER, E. Der vordere Glaskbrpernbschluss; 

spontene Linsenblattablésung im senium; 


eine neue Spaltlampendisgrose. 1206. 
/Lens Diseases/. 
"Schweiz. mod. Wschr., 1944, 74: (Dec.) 


LIEBMANN, E. Ueber den Alloxend iabetes. 
1339-41. 

BLOCH, H., & BERNOULLI, P. Ueber Beziehungen 
gwischen Sulfanamidfestigkeit und Lipase- 
gehalt bei Pneumokokken. 1341-4, 

REUBI, F. Les extraits reneux et le traite- 
ment de le nephrite experimentale. 1344-7, 

JEKER, L. Claviculafrektur als Urs»che ven- 
Bser ZirkuletionsstBrungen im arm, 1347-9, 

LEITNER, S. J. Untersuchungen dber die 
Gynergenprobe als neve elektrokrrdiograph- 
ische Funktionsprdfung. 1349-53. 

SCHINZ, H. R., & SCHMID, H. Ergetnisse der 
Abkifrung der Schirmbildbefunde von Scheff- 
hausen. 1555-6. 

HOPF, M. Die Reihendurchleuchtung und das 
Schirmbildverfahren. 1356-60. 





bic Scope, 1945, No. 10 
CORRELATED anatomy of the bronchi and lungs. 


HORMONAL CONTROL of prostatic carcinoma, 
9, incl. 2 pl. 

PARENTERAL use of water-soluble vitemins, 

NEWER antibiotic agents. 13-6. 
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Sem. med., B. Air., 1045, Be: 


SHEPHERD, G. Le sintometologia en la enfer- 
medad de Heine Medin. 387-91, 

ABUIN FIGUEROA, R., & BLANCO, M. Medicemen- 
bo - el tratamiento de la poliomielitis. 

DAMONTE, R. A. Los trastornos respiratorios 
en le poliomielitis; sus causas; sonda na- 
sel; csrpa de oxigene y pulmotor; experi- 
encia recogida en el servicio. 395-400, 

ALBERTO GONZALEZ, L. El espasmo muscular en 
la parslisis infentil; consideraciones y 
tratamiento. 401-3, 


La 


LUCERO, B., & GARCIA DIAZ, C. J. La reedu- 
cacion musculer, 403-6, e 

FITTE, M. J. El tratamiento ortopedico de la 
poliomielitis. 406-8. 


SEOANE, M. M. Medidas adoptadas en la preven- 
cion y tratamiento de las esfermedades in- 
fecciosss en el servicio de en fermedad de 
Heine Medin, 409-13. 

ALBERT, F. Accion medicosocial deserrollada 
pe sale de enfermedad de Heine Medin, 
4135-6. 

BERTOLASI, A., & SANCHEZ SANUDO, L. 
onefritis del embarazo. 420-4, 
GORRITI, F. Psicogenesis de los delirios, 

429-32, 

BELMES, P. G. 
432-56, pl. 

MOLAS LOPEZ, F. Comportamiento dentario en 
los indios tobes, 456-8. 

FALENI, R. Aw, & NAON, L. J. 
de los canales 
460. 


i 


Le piel- 


1 


Radiologis cardiovascular, 


Plemon profundo 
vertebrales postescarietine. 





Sem. med., Bb. Ailr., 1045, bo: (Mar.) 


INDA, F. F., NATIN, I., & RIN, C. DA. 
mas nudoso y polimorfo., 545-73. 

FERNANDYZ, J. M. M., BARMAN, J. /et al./ .Es- 
tudios sobre el tretamiento chaulmoogrico 
de la lepra; administracion de los esteres 
bencilicos del aceite de chaulmoogra por 
sondeje duoderal, 5735-80. 

ROSSI SCALA, C. Radiacion mitogenetica de 
Gurwitsch., 580-3, 

IZQUIERDO, J. A. Manuel Moreno y el problema 
de le quina. 583-5. 

PIAGGI, E. E. Gilloterapia de la urotritis 
gonococcica posterior cronice. 585, 


Erite- 





em. med. espan., 

BONA, J. M. T. Patologia cutenea de los ob- 
reros del campo y de algunas professiones 
Gerivades, 141-52, 

RUIZ IBARRA, C. Hipocratismo (naturismo med. 
ico); sintesis critico-criteriologica. 152- 


BARTON, R. M. Le eactualided medica en los 
Estados Unidos. 58-61, 

BRITTON, C. J. C. Reciente labor sobre ane- 
mies. 161-3, 

— H. Hemoglobinometria clinica, 

SHARPEY-SCHAFER, E. P. 


Dinamicie circulatoria 
de le hemorregia, 


166-8, 


29. Military and Naval Medicine 


Contact, Pensacola, 1944-45, @: 


STIER, P. L. 

CAGENY, E. L. Aviation psychistry. 382-9. 

GEMMILL, C. L. A review of research work on 
anoxia and oxygen equipment carried out in 
the Physiological Section of the Research 
Division of the School of Aviation Medicine. 


Peer. 371-81. 


s. 





ETTER 
thy 


4] KRAMER, L. R. 





390-2, 


Wil. Surgeon, 1945, 56: (May) 


NFU, H. \., & URBAN, F. K. Convalescence end 
rehabilitation in a general hospital in the 
tropics, 377-85. 

WHITE, M. S. Medical problems of air warfare, 
385-7, 

HOLBROOK, W. P., & VAN RAVENSWAAY, A. C. The 
military aspects of acute rheumatic fever, 
388-91, 

DILDINE, S. C. The inspection of fresh meat 
and food products and dairy products. 391. 
6. 

LFKONTIEV, A. N. 
limbs. 397-9. 

SAINT, C. L. Medical problems encountered ‘in 
the field hospital on the Saipan-Tinien op. 
erations, 399-403. 

BUDGE, C. T. Experience ss dental surgeon of 
the Chine, Burma end India Theater of oper. 
ations. 403-6, 

CHRISTIANSEN, G. W., & BRADLFY, J. Le. Cald- 
well-Luc operation for chronic suppurative 
maxillary sinusitis of traumatic origin. 
406 


Restoration of functions of 


» F. K. The United States Navy dentel 
officer in combat. 408-12, ‘ 

WILSON, WY. A. ‘The American Dentel Associa- 
tion Council on dental health plens for the 

- future, 412, 

Wer and vostwar implications of 

the nation-wide Fgetess fitness dental 
health program. 413. 

CADY, F. C. Objectives and activities of the 
Low Income Committee American Dental Asso- 
ciation Council on Dental Health. 415. 

HARRISON, J. H., BOTSFORD, T. W., & TRICHEL, 
B. E. Experiences and progress in the 
treatment of gonorrhea in an Army general 
hospital overseas: 1942-1944, 416-9. 

VAN DYKE, P. B. Management of pilonidel dis- 
ease, 420-2, 

ALLEY, R. C., & RICHEY, C. 0. Pilonidal cyst; 
excision and primery wound closure, 422, 
APPLEBAUM, I. L. Complications of staphylo- 
coccus sepsis: treatment by intrapleural 
and intrapericerdisc injections of sulfa 

compounds. 424-9, 

KUNZ, H. G. The Nicola operation. 429-52, 

MUSCIEL, L. H. Laboratory diagnosis by com- 
plement fixation, 433-5. 

WICKENS, B. T. Notes on operation of a col- 
lecting company in combat. 455. 

ETHEL, G. 0. A non-constricting traction 
splint. 456. 


Pj 
“Nev. mil., La Paz, 1945, 9: (Jan.-Feb.) 


REES, J. R. Le psiquiatrie en el ejercito 
britanico. 537-41. 

PEREZ, B. Consideraciones sobre cirucia de 
guerra, 96-100. 





Educational problems in China. 


WEISS, H., & WEISS, W. T. Education; ea fusion 
of culture, knowledge, skill. 28-35. 

ENGEL, E. F. The ultimate value of knowing 
foreign languages. 91-6. 

VAN DE KAMP, P., & CARMICHAEL, P. A. The 
European and the American professor; ea 
critique. 110-2, 


CRESSEY, G. B. 
18 
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ed. Econom. , -45, cc: No. 
FHAN, R. T. V. A. Medical program seen de- 
gn physicians. 36-8. /U. S. Veterans 
Admin ./ 


PHY, A. M. JR. Medicine hits the beach. 
see Tl, /army U. S.: Medical Corps/ 


oc. Am. O08. SOC., -%6, O89: (Apr. 
>LE, P. As General principles governing 

gg of clothing for cold climetes, 
200-34. 


LOCKHART, E. Ee 235. 


Antarctic treil diet. 

saasten, R. G. Acclimetization and the ef- 
fects of cold on the human body as observed 
at Little America III, on the United States 
Anterctic Service Expedition 1939-1941, 
249-55. 

BRYANT, H. M. Biology at Fest Base, Palmer 
Peninsula, Antaretica. 256-69. 

PERKINS, J. E. Biology st Little America 
III, the West Base of the United States 
Antarctic Service Expedition. 1939-1941. 
270-84. 

KORFF, S. A., BAILEY, D. K., & CLARKE, F. T. 
Report on cosmic-ray observations msde on 
the United States Anterctic Service Expedi- 


tion, 1939-1941, 316-23. 
een's Hosp. Bull., Honolulu, » Lo: 
No. 6 


RUSSELL, H. E. 
Hewaii, 3. 
ANALYSIS of health conditions on suger plan- 

tations in Hawaii. 6-27, 


Suger cane plentations in 


ev. internat. Croix Rouge, ° : ar. 

ACTIVITE generale de la Commission mixte de 
secours de la Croix-Rouge internetionale et 
son action en Yougoslavie. 194-210. 

IMER, F. Le mariage d'un intenne militeire 
ou d'un refugie civil etranter en Suisse 
est-il possible? 226-34. 

EXCHAQUET, E. Creation d'un centre de pueri- 
culture per le Direction centrale des camps 
de travail et des hommes de refugies en 
Suisse, 254-7. 


ev. Sc. instrum., ’ 3 pr. 

RIPPLE, J. A., GROVE, D. J., & HICKAM, W. M. 
Electronic problems involved in the prac- 
tical application of the mess spectrometer, 


A tympenometer. 79-81. 

DENISON, A. B., & GREEN, H. D. Apparatus for 
continuous cross-transfusion or for contin- 
uous mean blood flow measurement, 95-7. 

DAVIES, C. N. A capillery viscometer with 
variable rate of shear. 98, 





Science, 1945, 101: 


COHN, A. E. Disease of the heart. 471; pas- 


sig. 
HOCKING, G. M. Quinine from Remijia berk. 
48. 


EREHL, W. A., TEPLY, L. J. et al./ Growth- 
retarding effect of corn in nicotinic ecid- 
low rations and its counteraction by tryp- 
tophane. 489. 

WARD, R., MELNICK, J. L., & HORSTMANN, D. M. 
Poliomyelitis virus in fly-contaminated 
food collected at an epidemic. 49]-5. 


LJ RANE, E., & BALDWIN, D. M. 
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e| BURLINGAME, C. C. 
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J for their care, 
+ Veterans administration, 


i} craniocerebral injuries. 


rj nervous systema injuries. 


p|SCOTT, M. 


Q|GURDJIAN, E. S., & SMA 


ty 


t] cerebral circulation during operation. 





MCQUARRIE, E. B., & VENOSA, A. T. The ef- 


ia fect of dietary protein intake on the xan- 


thine oxidase activity of rat liver, 493. 

GONZALEZ, F. The inhibiting effect of qui- 
nones on the growth of Penicillium notetum,. 
494, 

Filtration of ci- 
treated plasma. 494-6, 

THOWAS, L. J. Efficient handler for small 
mammals, 496. 


i 31. Neurology; Psychiatry 





J. Nerv. Ment. Dis., 1945, 101: (Mey) 


STRECKER, bk. A. War psychiatry and its in- 
fluence upon postwer psychiatry and upon 
civilization. 401-13. 

HAMILTON, S. %. Psychietry before World War 
II. 416-28, 

The present and future ef- 
fects of war neuroses, 429-33, 

PILCHER, C. Civilien advences and investiga- 
tions in neurosurgery during the wer, 434. 


Wer neuroses or brttle fatigue 
War and its psychiatric problems, 


Injuries to the central nervous 
system. 451, 

NAFFZIGER, H. C. Injuries to the peripheral 
nervous system; war - and orgenizetion 

453-9, 


SACHS, E. Two important post-war problems in 
neurological surgery. 460, 
MARGOLIS, D. J. Compensation lews and the 


462-9, 

The management and treatment of 

470-7, 

Some psychiatric aspects of 

477-85. 

HIRSCH, 0. Pituitary tumors and their treat- 
ment. 485-9, 

COBB, S., WHITE, P. D. /et al./ Some obser- 
vations on neurocirculatory asthenia, effort 
syndrome end anxiety neurosis, 490-3, 


DAVIS, L. 
KLINGMAN, W. 0. 


J. WNeurosurg., 1945, ©: (May) 


[ARANA, R., & ASENJO, A. Ventriculographic 


| Giagnosis of cysticercosis of the poster- 


for fossa, 181-90, 
Cyst of the sixth ventricle (cavum 


of Verga) successful removal through trans- 


rj ventricular approach with notes on embry- 


ology and histopathology. 191-201. 

RS, H. M. Peri- 
pheral nerve injury in fractures and dis- 
locations of long bones. 202-19, 

PEACHER, W. G., & ROBERTSON, R. C. Le Panto-~ 
paque myelography: results, comparison of 
Nr ta media, end spinel fluid reaction. 
220-31, 

SCHEINKER, I. M. Subependymoma: a newly re- 
cognized tumor of subependymal derivation. 


jj 252-40, 





AMBY, W. B. A method for control of carotid 


241- 
4. 

BUCY, P. C., & LICHTENSTEIN, B. W. Arnold- 
Chiari deformity in an adult without ob- 
vious cause. 245-50, 

LIVINGSTON, K. E. The phentom limb syndrome; 
a discussion of the role of major periphera 
nerve neuromas, 251-5. 
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Psychiat. ¢., 1945, I9: (‘pr.) 


FLEISS, A. N. Psychiatric manifestations of 
chronic subdural hemetomas, 187-94, 

TARACHOY, S. A somnambulistic act, with its 
probable meaning. 195-7. 

QUADFASEL, F. A. Myotonic reaction today. 
198-218, 

LEWIS, N. D. C. Review of the research work 
of the New York State Psychiatric Institute 
and Hospital for the yesr 1944, 219-41. 

HARMS, E. Childhood schizophrenia and child- 
hood hysteria, 242-57, 

BOSSELMAN, B. The evolution of a schizophre- 
nic process in a young boy. 258-66. 

FERRARO, A. Recent advances end progressive 


— of neuropathology in psychistry. 267- 
2. 
JOHNSON, H. K., & LASSNER, R. Organic de- 


terioration; the use of the Yorcester- 
Wells memory test for differential diag- 


nosis, 283-94, 

BERGLER, E. The problem of magic gestures. 
295-310, 

MCINTOSH, D. J. A nonsurgical treatment of 
thyrotoxicosis, 311-5. 

ROSENBERG, R. Psychogenesis in delirium tre- 
mens. 316-21, 


REYNOLDS, W. W, Electric shock treatment; 
observations on 350 cases, 322-33. 





Rev. psicoanal., 5, Air., 1945, 1: 


CARCAMO, C. E. La serpiente emplumada; 
coanalisis de la religion Maya-Azteca 
sacrificio humeno. 5-38, 2 pl. 

GARMA, A. El metodo psicoanalitico de inter- 
pretacion de los suenos, 39-62, 5 pl. 

ALEXANDER, F. Aspectos psicologicos de la 
medicina, 63-82, 

KLEIN, M. Primeros estadios del conflicto de 
Edipo y de la formacion del superyo. 83- 
110. 


psi- 
y del 


32. Nursing 


urs. Mirror, 


NG., pr. 


CALVERT, W. 
forceps. 
FRANKLIN, H. 


The history of the obstetric 
49, passim, 
The nurse's part in anaesthesia. 





Wurs. Times, Lond., 1045, 41: 


HOULTON, C. Le 
rile diseases, 92, &c. 
ELKINS, M. Cavernous sinus thrombosis treated 
with penicillin. 98. 
HILL, N. Industrial aspects of rehabilitation, 
01 


Nursing in the tropics; feb- 


VAUGHTON, G. Modern orthoptic treatment in 
cases of strabisms. 156, 


FLEMING, A. The administration of penicillin. 
159. 
DUNBAR. The Ministry of Supply nuréing ser 
vice. 162. 
WALTERS, V. U. Colonial nursing in Kenya, 
5. 


Trained Nurse, 1945, 114: (Apr.) 


MAIWVURM, D. Throat surgery needs first rate 
care, 254-7. 
IRWIN, V. D. Preserve the first teeth, and 


you give we @ good start towerds dental 
265-8, 
The nurse goes to camp. 


health. 


PAYNE, E. C. 270-3. 
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: 33. Ophthalmology 
PABIAN, 
— 
J. Optic. Soc. America, 1945, oo: (Apr.) readin 
' . WOODROW, 
KREIDL, N. J. Recent studies on the fluores. school 
cence of glass, 249-57. GLICK, H 
C/BYLER, W. H., & CARROLL, C. G. A method for Some c' 
|| determining the chromaticity of fluorescent the re 
meterieal, 258-60. PILE, Q. 
HECHT, S., YUN HSIA. Dark edaptation follow. the cr 
ing light. adaptation to red and white lightag means. 
-| 261-7. STRONG, 
HANDY, L. H., RAND, G., & RITTLER, M. C. 193-21 
le) Tests for the detection and anslysis of co. §TINKER, 
lor-blindness; the Ishihara test; an eve lu. forman 
H+ ation. 268-75. 217-28 
REISS, M. The cos* law of illuminetion. 283. —. 
f 68. @ 
HARDY, A. C. Illuminating and viewing con- 247-51 
r| ditions for spectrophotometry and colori« , X 
metry. 289-92, of int 
| MACADAM, D. L. Design of a printed spec- anders 
|| trum, 293-6, pl. the sé 
NICKERSON, D., KELLY, K. L., & STULTZ, K. F, 
inj Color of soils, 297-3500. 
.. « 
1 « Am. Acad. ° Oler., - , H REGAN, 
ri (Mar --Apr. ) grem 
LANCAS 
Fi KLER, J. H. An analysis of colds in indus- any 
try. ole tati 
J] GREENE, J. S. Speech and voice disorders due STEVEN 
to orel sand laryngeal defects. 208-15. {upr 
“| GUYTON, J. S. Choice of operation in eyes ; 
with primary gleucoma and cataracts, 216- 
24. pany 
||GRADLE, H. S. Enucleation versus eviscer- 
ation. 225. INVALD 
| O'BRIEN, C. S. Enucleation and substitute enci 
operations. 227-9. agué 
LJ KIRBY, D. B. Enucleation of the eyeball INPAN1 
with immediate implantation into Tenon's del 
inj capsule. 229-55. LITMA} 
PFEIFFER, R. L. The effect of enucleation tube 
4 on the orbit. 236-9. 21-" 
HOLLENDER, A. R. A new illuminated pharyngos- PRUSS 
inj) cope, 240, mat: 
LYLE, D. J. Charts for ae lesions ef- por 
ri fecting the visual system. 241, VILA, 
Rev. 
4. Otorhinolaryngology; 
! 3 ; Phoniatry a 
en 1 
a Laryngoscope, Tos, BS: VARGAS 
FOMLKES, J. W. Penicillin; clinical use in rR - 
otolaryngology. 155-63, reci 
.|ALTMANN, F. Dizziness of peripheral vestibue 
lar origin. 164-73. 
rj) BAKER, E. E. Casual relationship of ‘lymphoid 
tissue about Eustachian tubes and ear path- 
ri ology; case reports. 174-8, 
LAUB, G. R. Rhinitis vasomotoria due to im- 
s} balance of the endocrine glands. 179-86. 
FOX, S. L. Some industrial hazards in oto- — 
|] leryngology. 187-9. 
t sé 
é 
5 36. Pediatrics; Child Welfare ur 
a 
4 nd. J. Pediat., > Ie: (en. nae 
BEATIA, S. L. Penicillin. 1-11. a 
vi MOJUMDAR, N. G. Spinel caries simlating per- IELLE 
oneal type of progressive muscular strophy. Cod 
“| . 
HARRIES, E. H. R., DOWNIE, A. W., & SMITH, Re tune 
"| E, Discussion on the prophylaxis of the 164 
acute specific fevers. 14-6. 











PY re 
10res. 


3 for 
sscent 


>llow. 
lights, 


of co. 
ve lu. 


jus- 
rs due 
5. 

yes 
216- 


r= 


» in 
it ibue 


iphoid 
path- 


> ime 


to- 


g@ per- 
ophy. 


H, R. 
he 


1157 





GLICK, H. N., FLYNN, E., & MACOMBER, L. 

Some comparisons between the original end 
the revised Stanford-Binet scales, 177.83, 
PILE, Q. W. A machine method for computing 
the critical ratio of the difference between 


means. 184-6. 

STRONG, E. D., JR. Weighted vs. unit scales. 
193-216. 

TINKER, M. A. Rate of work in reading per- 


formance as measured in standardized tests. 
217-28, 


GOLDFARB, W. Note on a revised block design 
test es © measure of abstrect performance. 
247-51. 

M. M. Relationship between the indices 


, 
of intelligence deri 
Anderson intelligence teste fon Ceede Pea 


the same tests for Grade IV. 252-6, 
e J.) ea ’ ’ : ay 
REGAN, J. J. The goal of an eye-hygiene pro- 


grem for school children. 105-11. 
LANCASTER. W. B. Eye exercises, do they do 
eny good? do they do any harm? their limi- 
tations. 112-21. 
STEVENSON, P., & HEUSTIS, A. 
improvement. 122-4, 


Rural school 





Rev. Soc. pediat. Rosario, 1945, 6: 


INVALDI, A., & AMERISO, J. Nuestra experi- 
encia en el tratamiento de las leringitis 
agudas crupales exudativas., 3-9, 

INFANTE, C. Sobre un caso de osteomielitis 
del cuello del femr. 10-4, 

LITMANOVICH, M. Tratamiento quirurgico de la 
— osteo-articular en el nino. 

-7. 

PRUSS, L. Tratamiento de la infeccion reu- 

matica del nino con el salicilato de sodio 


por via rectal, 28-45. 
VILA, 0. Le diebetes infantil. 46; passim, 
ev. colomb. pe — . €: ed. 


WORBNA ANGEL, G. Manifesteciones slergicas 
en los ninos, 104.8, 

VARGAS RUBIANO, A. La expleracion del fun- 
cionamiento renal en los lactantes. 

CAMACHO GAMBA, J. 


Un caso de sarampion en un 
recien nacido, 


117. 
39. Psychology; Mental Hygiene 


7. Kopi. Paychol., T9as, 2: 


LINK, H. C. The Psychological Corporstion 
Index of Public Opinion. 103-7. 
» H. O. Test profiles as a diagnostic 
ae Minnesota Multiphasic Inventory. 
HARMON, L. R., & WIENER, D. N. Use of the 
Minnesota Mulfiphasic nner ge | Inven- 
tory in vocational advisement. 152-41. 
KELLER, P. S. Studies in International Morse 
Code; a note on second-level training in 
code reception, 161-3. 
ey technician (tests and measurements) 





109-16. 
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D'sLESS:.NDRO, G. 


MULE, F. 


LJ PIRODDA, A. 


-| VENDRAMINI, R. 


||} CaRUSELLI, M. 





1158 
——r Bis. Paychol., 108; 38s —— | 40. Public Health; Sanitation 
PABIAN, A. A. Vertical rotation in visual- - 
motor performance; its relationship to 
reading reversals, 129-54, b 
WOODROW, H. Intelligence and improvement in Ann. {glene, I94I, Si: (Apr.) 
school subjects. 155-66. y 


Antigene Vie varianti R 
del B. tifico; varianti R-opache e R-dia- 
fane. 237-42, 

Su di un nuovo metodo repido per 
la diegnosi batteriologice della difterite. 
243-6. 

PISU, I., & GUSXNACCI, M. Vicerche comprra- 
tive sulle specificitsa e sensibilitn di al- 
cuni metodi colturali proposti per le diag- 
nosi differenziale del B difterico dai BB. 
pseudodifterici. 247-58. 

STARCOFF, 0. Un nuovo composto colorante 
neutro e sue applicazioni in isto-patologia 
e in parassitologia, 259-69. 





Ann. igiene, 1941, 51: (May) — 


VISaANI, A. Sterilizzazione dei portstori di 
becilli difterici mediarte applicazione lo- 
cale ¢i anstossine betterica, 309-19. 

Ricerche sperimentsali sull'azione 
di estratti di tonsille pelatine sopre lo 
sviluppo di slcuni microrganismi, 320-9, 

STARCOFF, 0. Coniributo allo studio della 
clamido-reazione di Puntoni: comportemento 
dei corpi di Negri e dei grani di Rivolta 
61 fronte al mio metodo di coloraziore. 
3350-3, pl. 





Ann. igtene, 1941, 51: (June) 


Ricerche e considerazioni sul- 
la piscina comnele di Modena. 377-93. 

FRANCO, M. Sulla neturse del potere batteric- 
ida del miele, 394-9, 

SANGIORGI, G., & BI77ARRI, M. Reperti micro- 
peressitologici nell'ecqua di ‘levaggio de- 
gli stracci, 400-3. 

Miceti e agglutinine; osser- 
vazioni sulla Monilia balcanica Castellani, 
404-6. 

CIMNINO, A. 
407-12, 

BUFFARINI. 


Un nuovo tubo de fermentezione. 


Servizi antivenerei, 447. 





‘Ann. Lgitene, I941I, 51: (July) 


PARVIS, D. Sul cortenuto batterico dell'. 
eria negli smbienti condizionati. 457-64. 

MITOLO, M. Sul meccanismo d'azione dei fer- 
menti lettici; ricerche sperimentali. 465. 


84. 
SPEZZAFERRI, A. Une nuova pinza portevetrini. 





Ann. igiene, 1941, 51: (Aug.) 


CHECCACCI, L. Sulla sorte degli antigeni del- 
le Selmonelle typhi e in particolare dell'- 
antigene Vi nelle sospensioni betteriche 
vive e trettete con il celore, il formolo, 
ltacetone, 11 sublimeto e l'antiformina, 
505-22. 

PERAGALLO, I. Ricerche sperimerteali sulle 
candele ergertizzate autosterilizzanti? 
523-56. 


———Ann. igiene, 1941, 51: (Sept.) 
MARTELLI, T. Contributo alle classificazione 


del corinebatterio delle difterite secondo 
i tint 61 Anderson. 561-74. 
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PETRINI, M. Ricerche sulle diagnosi batteri- 


ologica rapida della difterite e su una mod- 


ificazione del terreno di Pergola (S.U.A.) 
575-81, 2 pl. 

ACQUAVIVA GOPPOLA, M. Sulle frequenza dei 
vari tipi di pneumococchi in Napoli; nota 
preventiva, 582-5, 


Ann. igiene, 1941, Bil: \oct.) 


SPE77AFERRI, A. Contributo allo studio delle 
disinfestazioni gassose mediante acido cien- 
idrico; un nuovo apparecchio per le disin- 
festazione cianidrice in guerra. 609-23. 





CIOG..IA, L. Sul potere battericide dei grassi, 
624-35. 

TALENTI, M. -L'Astrogalus beeticus Linn., 
succedaneo del caffe coloniale. 636-9. 

7AVAGLI, V. Della cosidette laringotrsecheite 
dei polli. 640-8. 

Ann. Igiene, 1941, 51: (Nov.) 
PUNTONI, V. Sui fermerti lattici adoperati 


nel'industria farmaceutica, 673-90. 
PERAGALLO, I. Ricerche sull'teventuale azione 
modificatrice dei conservativi piu comuni 
in relazione #1 contemuto vitamico delle 

conserve alimentsri. 691-701. 
ENRICO, C. L'impiego dell'antigene di Sachs 
e Witebsky nelle reazione Kehn. 
F., A. Problemi sanitari della Germania in 
tempo di guerra. 720. 


Bnn. igiene, 1941, 51: bec.) 


LABRANCA, G., & MARTELLI, T. L*immunizzazione 
antitifica in rapporto alle vie d'intro- 
duzione dei vaccini. 737-46. 

BATTIGNANI, C. Sulle differenziazione dei 
BB. tubercolari umeno, bovino ed aviario. 
mediante l'inoculai one del topolino, 747- 
60. 

ATTIVNONELLI, R. I1 principio litico nell'- 
acqua di lavaggio degli stracci. 1761-3. 





Ann. igiene, 1942, 52: (san.) 


MASSA, F. Sulla depurazione di acque super- 
ficieli, in guerra di movimento, mediante 
un nuovo impianto mobile. 1-11. 

BIOCCA, E., & PASQUALIN, R. Ricerche pre- 
liminari sull'ezione terapeutica 461 elcuni 
composti sulfanilemidici nell'infezione 
sperimenteale da toxoplesma. 12-4, 

GARLINFANTI, E. Un metodo facile e preciso 
per la determinazione delle carice micro- 
bica del latte in terreni liquidf. 15-22, 





Ann. igiene, 1942, 5c: (Feb.) 
SPANADDA, A. Depurazione batterica delle 
acque con filtri 61 carbone attivo. 57-68. 
FOSCHIKI, A., & TALENTI, M. I1 contenuto in 
anfiéride carbonica del latte e sue varia- 
zioni a s@guito del trasporto e dei piu 
comuni trattamenti termici 61 risanamento. 


69-75, 
VERNEY, L. Epatite epidemica. 76-88, 
REGISTRO obbligetorio per la direzione tec- 
nica degli stabilimenti idrominerali. 99, 
PETRAGHANI, G. Dati stetistici sulle ceuse 
6i morte. 100. 





“Inn. igiene, 1042, 52: (mer.) 


ALESSANDRO, G. 
Salmonelle typhi. 105-19. 


Antigene Vie varienti delle 


oe 





= 
RITOSSA, P., & GUELI, U. 


1 
DAVOLI, R. 
“7 


| FERRARO, F. 
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BIOCCA, E. Azione delle stricnine sugli en. 
vbrioni di pollo. 120-2, 
BUFFARINI. Profilessi delle meningite cere. 


bro-spinsle epidemica. 145, 
- Scabbia, 148, 


Ann, igiene, 1¥4¢, 52: (Apr.) iad 


MAZZEO, M., & ALBINI, A. Azione criptotos. 
sica di alcuni seli jodio-salicilici. 183. 
61. 

RITA, G., & CAYMARELLA, C. Ulteriori indag. 
ini ed osservazioni sulle dissenteria bat. 


terica infantile a Roma. 162-6. 
Po Ann. igiene, 1042, 52: (May) —— 


Ricerche sulla cos. 
idette istotossina, 201-10. 
COLARIZI, A. Determinazione del tipo dei 


pneumococch 
Roneri piu Proquentt netitinPaRntec™ pepee 
HELTER, H. L'idrobiologie al servizio delle 
salute pubblica, 217-21. 


BUFFARINI. Morbo di Cooley o anemia medi. 
terranea. 244, 





Ann. igiene, > pe: \oune 

BRUSCHETTNI, G. 
stefilococchi. 249-60, 

ASHTA, A. L'azione svoltea in Albanie del 
1920 ad oggi per migliorare ls situazione 
seriteria, 261-70. 

PRORILASSI e cure delle mslattie dermovenered; 
nuovi moduli. 288, 


Sulle differenzazione degli 


Ann. igiene, 1942, 52: (July) 


Appunti di epidemiologia dell'in. 
fluenza. 297-312. 

STARKOFF, 0. Metodo per la biopsies del midol- 

’ lo osseo nelle ricerche sperimenteli. 313- 


7. 

VERNEY, L. Acido para-amino-benzoico (vite 
mine H) 318-24. 

PROFILASSI e cura della scabbia. 341. 





Ann. igtene, 1042, 5c: (Aug.) 


VITIELLO, M. Riviste e studi sul bacillo di 
Morgan. 345-57. 
MONTESANO, V., JR. 


Sul potere antigene dei 
lipoidi, 358-64, 





Inn, Lgiene, 1942, 52: (Sept.) 


CARLINFANTI, E. Caso e causelita.nelle pro- 
filessi vaccinica. 393-412. 

STARKOFF, 0. Nuove osservazioni su alcuni 
paressiti dei ratti di Roma, 413-8, 2 pl. 


——"Inn. Igiene, 1942, 52: t0ct.) 


Aziore dei sulfamidici sy alcuni 
elminti, 445-51, : , 
AMBROSIONI, P. Penne e lapis nella diffusions 

delle melettie infettive scolastiche. 


7. 

PARVIS, D. Sulltaccertemento diagnostico 
dell'amebiesi e su un metodo rapido di 
colorazione delle amebe intestinali. 458- 
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VEZZ0SO, B. Comportsamento del pH nelle bro- 
docolture dei corirebatteri, 498-507. 

PAVIA, N. Contributo stetistico alle attivite 
pbiochiniche del gruppo coli-aserogenes. 
10. 


irq. Erasil. prot 3 3 cegueira, T9395, No. I 


SPINOLA, C. A lutea contre a cegueira ne 
Bahia (trecho de um relatorio) 5-17. 
SPINOLA DE LIMA, R. Impressoes do curso de 
tracoma do Depertamento nacional de saude 
publica. 19-26, 
SPINOLA, C. Consideracoes em torno da conta- 
giosidade do tracoma, 27-37. 
,» & SPINOLA DE LIMA, R. O tracoma na 
“Bahie., 39-44. 


irq. brasil. prot tf. cegueira, 1940, Yo. 2 


BAILLIARF, P. A profilexia de cegueira; um 
progrema, 3-9. 

DEMARIA, E. B. Profilaxis de la ceguere y en 
especial del tracoma. 9 bis -16, 

MORAES, E. Importancia das infeccoes den- 
tarias nas soences oculares. 17-9. 

SPINOLA, C. A luta contra e cegueira ne 
Behie, 21-7. 


Irq. brasil. protil, cegueira, 1041, No. © 


SPINOLA, C. A lutea contre a cegueira na 
Behia, 3-9. 

WOACIR DE ANDRADE, S. 
de visao. 10-6. 
FONTES LIMA, R. Tracoma na Bahia, 
SPINOLA, C. A visao dos escoleres, 


Clesses de. conservacao 


18-24, 
26-50. 


q- 
SPINOLA, C. 


3-6. 

PAIVA GONCALVES. A capsacidade de adaptacao 
@o escuro. 8-16, 

BRITO CONDE, H. DE. O problema das afeccoes 
dos olhos no meio escolar, 17-24, 


asil. profil. cegueira, > No. 


A luca social contra a cegueira, 


irq. brasil. profil. cegueira, 1¥4¢, No. 5 


LABORNE TAVARES, C. 
escoles, 3-18, 
FALBRON, P.. Considerations sur la lutte anti- 
trachomatcuse en France et en Afrique du 

Word, 19-23, 
SPINOLA, C. A profilexie da cegueirea na 

Bshie, 25-31, 
A, A. Oftelmias neonatorum. 33-5. 


Bol. med. social, Santingo, 1044, 11: 


ORTEGA, R., SEPULVEDA, H., & ESCOBEDO, V. 
Rendimiento del policlinico de lactartes; 
curvas de peso en lactantes con y sin con- 
trol medico anterior. 477-80, 

’ » & - Rendimiento del po- 

“Tfelintco de lactantes; la morbilided y el 
Dumero de consultas, 481-6, 

» & CASTRO, A. Actitud de les madres 

“frente al seguro social. 487-92, 

GARCIA VALEN"UELA, R., & LIRA S., J. G. Cri- 
terio de incapacitacion para el trabajo en 
los diferentes grupos nosologicos y causa 
de invslidez. 493-7, 

A., B. Aspiraciones de los obreros 
en la planificacion de post guerra, 498- 


MHUMADA, H. El riesgo de invalidez en di- 
versas Instituciones de prevision social en 
Chile. 503-10. 


Prevencao da cegueire nas 
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pj) GAUD, J. 


' GRISWOLD, M. H. 
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eee o Ur Ther.) e Bull. Fidg. Gesundhamt., 1945, (Feb.) 


a DECKER, P. Les taches de la lutte contre le 


cancer. 45-51. 





“Bull. Inst. hyg. Maroc, (1941) 1045. 1: 


MARILL, F. G. Le probleme de la syphilis 
nerveuse de l'indigene musulman elgerien 
dans ses rapports avec quelques dornees d'- 
ethnographie et de demographie. 5-35. 

GAUD, J. Comparaison des resultats de le mi- 
croreaction de Castaneda et Silve modifiee 
par L. Ch. Brumpt et de le reaction clas- 
sique de Yeil et Felix dans le diagnostic 
éu typhus exantherstique. 35-44, 

BECMEUR, A. Deux ens de lutte contre l'anky- 
lostomiase dens les mines de l'office cheri- 


fien des phosphates. 45-53. 

FLYE SAINTE-MARIE, H., & COUZI, G. Epizootie 
murine a Salmonella. 55-8. 

COUZI, G., & KIRCHER, J. P. Immmunotherapie - 


de la variole. 59-68, 

Note sur l'emploi de l'arsen- 
ite de calcium comme poudre larvicide dans 
le lutte antipaludique. 69-79. 

RAPPORT sur l'activite des services de la 
direction de la sante publique et de 1'.- 
assistance pendant l'annuee 1941. 79-131. 

Le lutte entipeludiqe eu 
Meroc en 1941. 135-45, ch. 

RAPPORT sur l'ectivite de l'Institut d'Hygiene 
en 1941. 147-51. 

PJETRI, L. Repport sur l'activite du Service 
central de l'hygiene scoleire en 1941. 
1535-7. 


Bull. Inst. hyg. Maroc (194¢) 19435, 2: 


Epidemiologie de la variole au 
Maroc. 5-14, 2 ch. 

MESSERLIN, A., & COUZI, G. Epidemie infentils 
greve a Salmonelle suipestifer., 15-35, ch. 

BLANC, G. Note sur la communication de MM, 
Messerlin et Couzi, Epidemie infentile grave 
a Selmonelle suipestifer. 35, 

Contribution a l'etude ethnograph- 
ique du Maroc; repartition des groupes san- 
guins parmi les tribus des environs de 
Meknes. 37-52, 2 maps, ch. 

MORNAS, P. L'hemod lagrostic du typhus en 
milieu rural. 53-9, ch. 

SECRET, E. Les harmams de Fes. 61-77, pl. 

Quelques donnees demographiques sur 
trois fractions de la tritu Beni Mtir. 79- 
90, ch., map. 

RAPPORT SUR L'activite des services de la di- 
rection de la sante, de la famille et de 
le jeunesse pendant l(annee 1942, 91-142. 

RAPPORT sur l'activite de l'Institut d'hy- 
giene en 1942. 143-8. 

PIETRI, L. Repport sur l'activite du ser- 
vice central de l'hygiene scolaire en 1942, 
149-52. 


onnecticu ea eo, ’ : 


TALBOT, H. P. Some activities egainst sy- 
philis, 59. 

SCOTT, W. J. Sanitation of Connecticut's 
summer camps. 62-4. 

Cancer control.in Connecti- 


cut. 65-7. 
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BYARS, L. T. 
Forze sen., noma, 1941, 10: (Dec.) al pn on fae ae es skin grafts 


‘MOODHALL, B. e n 
PAVAN, G. Utilita del reporto di osserva- a Seakainels bas aor elieke ce the etal 
zione o dai eo accoglimento negli “ll ql 649-71, pl. 1, 
Gali, 3-5. ospiteal Service Departm. BLADFS, B Penicillin as an ad 
: ° unct t 
FRASCHINI, A. Alimentezione di guerra. 6-10. | surgical trestment of acute a pA 
pyemas, 672.9, 
ico} FOSS, H. L. Total hysterectomy. 680-5, 








assachusetts Hea °s ’ $ er, ager a PERRET, G., & CARROLL, W. Sur ROVE 
+} principles underlying the use of grafts in is 
EDSALL, G. Civilian bloo: bank program for the nouveau 
Massochusetts. 5-8. dl + aga ore aes injuries, lution 
PIROR, W. M., & GEY, G. 0. Observations on |=NDIN, 
r} the conversion of normal into malignant patholo 
——"¥Wes. OfF., lond., 1945, 73: Apr.) el erottt8: 700-3. oh 
BUNCH, G. H. Mucoid disesse of the a = 
LEYS, D. Notes on the organisation of medi- || 704-9. Ppendix, IucarD, A 
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